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Stench  Traps. 


{This  Invention  received  Provisional  Protection  only.) 

PROVISIONAL  SPECIFICATION  left  by  Joseph  Brocklehurst  and 
James  Crossley  at  the  Office  of  the  Commissioners  of  Patents, 
with  their  Petition,  on  the  6th  December  1872. 

We,  Joseph  Brocklehurst,  Butcher,  and  James  Crossley,  Tin 
5  Plate  Worker,  both  of  Oldham,  in  the  County  of  Lancaster,  do  hereby 
declare  the  nature  of  the  said  Invention  for  Improvements  in  Stench 
Traps,’’  to  be  as  follows ; — 

The  object  of  this  Invention  is  to  make  stench  traps  which  cannot 
be  clogged  and  thereby  prevent  the  escape  of  bad  smells  and  noxious 
10  gases  from  drains,  sewers,  and  other  places  more  effectually  than  has 
hitherto  been  attained. 

Each  trap  consists  of  an  outer  casing  or  cylinder  having  at  the  top  a 
pipe  connected  with  the  passage  through  which  the  refuse  water,  slops, 
sewage,  and  other  matters  escape  to  the  drains,  and  at  the  bottom  a 
15  conical  passage  or  seating  having  an  acute  angle,  the  lower  part  of  the 
casing  being  also  of  an  angular  or  curved  shape. 

To  the  lower  end  of  the  casing  is  connected  a  pipe  which  surrounds 
the  seating  and  leads  to  the  drain,  sewer,  or  other  place,  and  in  the 
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JBrocklehurst  8f  Crossley^s  Improvements  in  Stench  Traps, 

interior  of  the  casing  there  is  a  hollow  air-tight  vessel  having  at  the 
bottom  a  conical  plug  which  can  enter  and  fit  the  conical  seating  at  the 
bottom  of  the  casing. 

When  the  refuse  water  or  sewage  is  required  to  escape  to  the  drain 
it  passes  through  the  upper  pipe  into  the  casing,  and  raises  the  inner  5 
vessel  which  lifts  the  conical  plug  from  its  seating  to  allow  the  water 
or  other  matters  to  pass  to  the  drain,  and  after  the  passage  the  inner 
vessel  falls  and  the  plug  enters  the  seating  to  prevent  the  escape  of 
offensive  efi&uvia  and  noxious  gases  to  the  dwellings  or  other  places 
where  it  is  desirable  to  be  excluded,  and  as  the  seating  is  acute  10 
without  any  cross  bars  there  are  no  obstructions  to  the  passage  of 
coarser  matters. 
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